¢r yp 
Pony, NON-MARRING WORK-PROTECTING 


BAR CLAMP PADS 


TO PROTECT WORK SURFACES UNDER CLAMPING PRESSURE. 


STYLE NO. 74 


No. 7456 “PONY” Bar-Clamp Pads are de- 
signed primarily for use on “JORGENSEN” 
and ‘‘PONY” designs as listed below. They 
may be used on other makes of bar clamps 
also, if the clamping surfaces are not more 
than 1%4”’ wide, altho some modification of 
the pads by the user might be necessary — 
easily accomplished by scissors or a sharp 
knife! (‘*” indicates that minor modification 
might be made by the user for ‘‘perfect”’ fit.) 


CLAMP FIXTURES: 
No. 50 “PONY” (for use on %”’ pipe) 
*No. 52 “PONY” (for use on %2” pipe) 
Nos. 65 & 66 (for use on home-made wood bars) 


STEEL BAR CLAMPS: 
No. 72 “JORGENSEN” “I’-Bar Clamps 
No. 40 “JORGENSEN” 

*No. 38 “JORGENSEN” 
Nos. 60 & 61 (Notched Bar Designs) 


Made in U.S.A. by 


ADJUSTABLE CLAMP COMPANY 


“the clamp folks” 
Chicago, Ill. 60622 


No. 74-CP (1076) 


Specially developed pads slip onto the faces 
(of not more than 1%’ width) of steel bar 
clamps or “pipe clamp”’ fixtures, to provide 
a protective cushion between finished wood, 
fine metal, or plastic surfaces and the metal 
of the clamp jaws. 


Easy to slip on and off, the pads eliminate 
the need for “‘blocks’’ or other inconvenient, 
time-wasting, insecure makeshift protective 
arrangements. 


The pads will protect without marring, stain- 
ing, sticking or slipping. 


No. 7456 “PONY” Bar-Clamp Pads 


Packaged: 
1 set per shelf box (4 pads) 


Packed: 


24 boxes per carton. (6 Ibs.) 
(Also available in bulk packing 
in quantities. Write for prices 
per 100, per 1,000, or more.) 
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